EE SSS ae DISC BRAKE MY 2018 =m 


Standard configuration L / R ; DC12-RE2B - CLAMP FOR @ 32 mm 
+ fs ve j DC12-RESB - CLAMP FOR 0 35 mm 
SSH), | a FD-SROOTEPS - STIFFNESS INCREASER 
t + A |_| ves ) age a tee Sy 140 mm a COUPLE OF REAR SCREWS* FD-SR003 - CHAIN GUARD (Brazed on or Clamp) 
La a AC18-DBSC19 (19 mm) FD-SR203- CHAIN SECURE DEVICE (Brazed on ONLY) 


Nal 2 » frame 10-14 mm 
ERGOPOWER L. + FRONT CALIPER* ROTOR 160 mm / | CAMPAGNOLO OIL* 
EP18-HPDLFGEPS DB-160 + vou sida aL 
| A / frame 15-19 mm LB-200 O1L250 ml 
* Only in case of "Direct frontal Flat Mount" or integrated adapter of the \ sss” ACIB-DBSC29 (29 mm) 
F - mm 
frame, use Ergopower L. + rear caliper(140 mm). ERE eee 160 mm i Freon (B-200S Scat 
AC18-DBSC34 (34 mm) 
frame 25-29 mm LB-200B | OlL 1000 ml FRONT DERAILLEUR 
UK configuration R/ L 2 FD15-SR2BEPS 
: HY) AC18-DBSC39 (39 mm) *for one bike approx 30 ml 
+ ; ¢ | fra me 30-34 mm are needed 
ST, ACI8-DBSC44 (44 mm) 
in L| ZOE) | ERGOPOWERL + REAR CALIPER 140 mm ROTOR 140 mm framesoey tom 
‘ as! ‘ Z| EP18-HPDLR4EPS DB-14 *for each rear caliper order 


Ss hp one code of screws 
ERGOPOWER R. + FRONT CALIPER* ROTOR 160 mm 3 : ) 
EP18-HPDRF6EPS DB-160 - Re 


* Only in case of "Direct frontal Flat Mount" or integrated adapter of the ss 
frame, use Ergopower R. + rear caliper (140 mm). ERGOPOWER L. + REAR CALIPER 160 mm ROTOR 160 mm 
EP18-HPDLRGEPS DB-160 


SOLUTION 1 
ar lenOEEIRS 
SOLUTION 2 | . [ 
AC16-HOSP27 / , 2 4 
ne 6-HOSP32 : ; V3 POWER UNIT V3 INTERFACE UNIT ULTRA TORQUE CUPS H11 ULTRA -TORQUE CRANKSET EPS REAR DERAILLEUR 11s SUPER RECORD SPROCKETS RECORD 11s CHAIN 
PU16-EPS* IF16-EPS 0C12-.../ IC15-... FC18-HP... RD12-SR1EPS CS... CN11-RE1 
V2/V3 BATTERY CHARGER CABLE BATTERY CHARGER 
AC14-BCEPS AC12... 
- 4 
i 
— asl ACCESSORIES LEGENDA 
lial Compulsory 
AC18-DBADR6 
TERE oe a Adapter kit 140 to 160mm for rear caliper+2 fixing screws — — — — Optional 
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sy aa ae DISC BRAKEMY 2018 


Standard configuration L/ R BS, )) DC12-RE2B - CLAMP FOR @ 32 mm 
_ 42] DC12-RESB - CLAMP FOR 0 35 mm 
~~) \, FD-SROOTEPS - STIFFNESS INCREASER 
L / ip, ERGOPOWER R. + REAR CALIPER 140 mm ROTOR 140 mm . 
+ ves j EP18-! HPDRRGEPS DB-140 COUPLE OF REAR SCREWS FD-SR003 - CHAIN GUARD (Brazed onor Clamp) 
ae Sn, ACI8-DBSC19 (19 mm) FD-SR203 - CHAIN SECURE DEVICE (Brazed on ONLY) 


Nal = » frame 10-14 mm 
ERGOPOWER L. + FRONT CALIPER* ROTOR 160 mm / 1 | CAMPAGNOLO OIL* 
i al ——] f SY AC18-DBSC24 (24 mm) 
EP18-HPDLF6EPS DB-160 vou J Gane 1s iain ee een - 
* Only in case of "Direct frontal Flat Mount" or integrated adapter of the S =: 
frame, use Ergopower L. + rear caliper (140 mm). qh AC18-DBSC29 (29 mm) i 
aOR it AeaRRAe ALIP be 160 mm Ee i} frame 20-24 mm |_| 1B-2008 OIL 100 mi 
AC18-DBSC34 (34 mm) _ 
faiae 5. 20nih LB-200B | oll 1000 mi FRONT D cpa HEUR 
UK configuration R/L By) AC18-DBSC39 (39 mm) *for one bike approx 30 ml 
en ; | frame 30-34 mm are needed 
ST, ACTB-DBSC4A (44 mm) 
|__| ASM). \ |_| —_ ERGOPOWERL + REAR CALIPER 140 mm ROTOR 140 mm frame 35-39 mm 
7 7T 4 A EP18-HPDLR4EPS DB-140 *for each rear caliper order 


\ 4 SN one code of screws 
ERGOPOWER R. + FRONT CALIPER* ROTOR 160 mm ) H  \ 
EP18-HPDRF6EPS DB-160 + } , Po 
* Only in case of "Direct frontal Flat Mount" or integrated adapter of the Lh 2 7 


Tramertse-eigopowes Kare teat callpet | 120 mn): ERGOPOWER L, + REAR CALIPER 160 mm ROTOR 160 mm 
EP IB HPDLR6EPS DB-160 


SOLUTION 1 
nie 
SOLUTION 2 | 
AC16-HOSP27 
ner Hosp32 V3 POWER UNIT V3 INTERFACE UNIT ULTRA TORQUE CUPS H11 ULTRA -TORQUE CRANKSET EPS REAR DERAILLEUR 11s SUPER RECORD SPROCKETS RECORD 115 CHAIN 
: PU16-EPS* IF16-EPS 0C12-.../ IC15-... FC18-HP... RD12-RE1EPS CS... CN11-RE1 
V2NV3 BATTERY CHARGER CABLE BATTERY CHARGER 
AC14-BCEPS AC12... 
- <= 
aw 
—_ ail 
— ACCESSORIES sl 
OILLEVELTOOL BLEEDING KIT AC18-DBADR6 Compulsory 
UT-DB011 DB-100 Adapter kit 140 to 160mm for rear caliper+2 fixing screws 7 7 7 7 Optional 
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DISC BRAKE MY 2018 == 


; DC12-RE2B - CLAMP FOR @ 32 
Standard configuration L / R aR m 
a) DC12-RESB - CLAMP FOR @ 35 mm 

SH), aS FD-SR003 - CHAIN GUARD 

P aa (Brazed on or Clamp) 
\ aia i 3 wit nae 140 mm ROTOR 140 mm 
-—| PLE OF REAR SCREWS* 
ves j DB-140 amenaacamate FD-SR203 - CHAIN SECURE DEVICE 
NE <n. AC18-DBSC19 (19 mm) (Brazed on ONLY) 


ld di 
OP SUPE Re RECORD; 
“as 


Nal = » frame 10-14 mm 
ERGOPOW ER 6 i" PR PER a + vou | AC18-DBSC24 (24 mm) CAMPAGNOLO OIL* 
f 
eS ae) frame 15-19 mm x 
* Only in case of "Direct frontal Flat Mount" or integrated adapter of the SS LB-200 O1L250 ml 
frame, use Ergopower L. + rear caliper(140 mm). Fy AC18-DBSC29 (29 mm) 
ERCOPOW ER Re apne 160 mm Ee frame 20-24aam LB-200S Ol 100 ml 
AC18-DBSC34 (34 mm) 
: frame 25-29 mm LB-200B | OIL 1000 ml FRONT DERAILLEUR 
UK configuration R /L : FD15-SR2B 
4) AC18-DBSC39 (39 mm) *for one bike approx 30 ml FD15-SR2BS2 * 
_ 7 hee frame 30-34 mm are needed *with S2 System 
aN ACI8-DBSC44 (44 mm) 
Samal yy) \ ERGOPOWERL, + REAR CALIPER 140 mm ROTOR 140 mm frame 35-39 mm 
* / ‘ A DB-140 *for each rear caliper order 
a SSH), one code of screws 
ERGOPOWER R. + FRONT CALIPER* ROTOR 160 mm / 1 
EP18-HPDRF6 DB-160 é é | —— 
* Only in case of "Direct frontal Flat Mount" or integrated adapter of the Ve 7 
Pali Pan DOM eN Mes Nea taller P40 anh ERGOPOWERL, RAR CAPER 160mm ROTOR 160 mm 
EP18-HPDLR6 DB-160 


REAR DE 


=} 


ULTRA TORQUE CUPS H11 ULTRA-TORQUE CRANKSET ee, RECORD 115 CHAIN 
0C12-.../ IC15-... FC18-HP... pu, CN11-RE1 
- —— REAR DERAILLEUR (medium cage) 11-32 115 SPROCKETS 
4 RD18-SRIM CS17-112 
— — 
a<- ACCESSORIES LEGENDA 
OILLEVEL TOOL BLEEDING KIT AC18-DBADR6 Compulsory 
UT-DB011 DB-100 Adapter kit 140 to 160mm for rear caliper+2 fixing screws 7 7 7 7 Optional 
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fsah 
le “— — C— C—O} 
“us 


Standard configuration L/ R 


- & 
Ra 


tA 


ERGOPOW ER 6 4 PR PER 


* Only in case of "Direct frontal Flat Mou 


ROTOR 160 mm 
DB-160 


t" or integrated adapter of the 


frame, use Ergopower L. + rear caliper (140 mm). 


UK configuration R/L 


+ 


ERGOPOWER R. + FRONT CALIPER* 
EP18-HPDRF6 


* Only in case of "Direct frontal Flat Mou 


ROTOR 160 mm 
DB-160 


t" or integrated adapter of the 


frame, use Ergopower R. + rear caliper (140 mm). 


COUPLE OF REAR SCREWS* 


AC18-DBSC19 (19 mm) 
frame 10-14 mm 


AC18-DBSC24 (24 mm) 
frame 15-19 mm 


AC18-DBSC29 (29 mm) 
frame 20-24 mm 


CAMPAGNOLO OIL* 


LB-200 OIL250 ml 


LB-200S 


AC18-DBSC34 (34 mm) 
frame 25-29 mm 


OIL 100 ml 


LB-200B 


FRGOPOWERR, + Re CALPER 140 mm ROTOR 140 mm 
DB-140 

Ae 

Re) 

ERGOPOWER R. + REAR CALIPER 160 mm ROTOR 160 mm 
EP18-HPDRR6 DB-160 

t + fh vou j 

ERGOPOWERL + REAR A PER 40 mm ROTOR 140 mm 


PrN 
\ 
3 je YA 
RE 
7 
“i 


{A 


AC18-DBSC39 (39 mm) 
frame 30-34 mm 


OIL 1000 ml 


AC18-DBSC44 (44 mm) 
frame 35-39 mm 


*for each rear caliper order 
one code of screws 


*for one bike approx 30 ml 


are needed 


DISC BRAKE MY 2018 = 


DC12-RE2B - CLAMP FOR @ 32 mm 


DC12-RESB - CLAMP FOR @ 35 mm 


FD-SR003 - CHAIN GUARD 
(Brazed on or Clamp) 


FD-SR203 - CHAIN SECURE DEVICE 
(Brazed on ONLY) 


FRONT DERAILLEUR 
FD15-RE2B 
FD15-RE2BS2* 
*with $2 System 


ERGOPOWER _ + REAR CALIPER 160 mm ROTOR 160 mm 
EP18-HPDLR6 DB-160 
REAR DERAILLEUR (short cage) 11s RECORD SPROCKETS 
RD18-RE CS... 
ULTRA TORQUE CUPS H11 ULTRA -TORQUE CRANKSET "i RECORD 115 CHAIN 
0C12-.../ IC15-... FC18-HP... lant | CN11-RE1 
- —— REAR DERI EEU (radu cee) 11-32.115 SPROCKETS 
z RD18-REIM CS17-112 
— — 
a<- ACCESSORIES LEGENDA 

OILLEVEL TOOL BLEEDING KIT AC18-DBADR6 Compulsory 
UT-DB011 DB-100 Adapter kit 140 to 160mm for rear caliper+2 fixing screws 7 7 7 7 Optional 
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ddl 
lt — hI | 
“rs 


Standard configuration L/ R 


- 
Ra 


tA 


aia i 3 wit nae 140 mm 


ROTOR 140 mm 


ERGOPOW ER 5 4 PR PER ROTOR 160 mm 
DB-160 


* Only in case of "Direct frontal Flat Mount" or integrated adapter of the 
frame, use Ergopower L. + rear caliper (140 mm). 


UK configuration R/L 


t A 


COUPLE OF REAR SCREWS* 


AC18-DBSC19 (19 mm) 
frame 10-14 mm 


FINN 
5 iN 
é o \ 
\ 
+ | eo) 
Re) 
4 
“4 


ROTOR 160 mm 
DB-160 


ERGOPOWER R. + FRONT CALIPER* 


AC18-DBSC24 (24 mm) 
frame 15-19 mm 


AC18-DBSC29 (29 mm) 
frame 20-24 mm 


AC18-DBSC34 (34 mm) 
frame 25-29 mm 


ERGOPOWER R. + REAR CALIPER 160 mm ROTOR 160 mm 
EP18-HPDRR6 DB-160 

t + fh vou j 

ERGOPOWERL + REAR A PER 40 mm ROTOR 140 mm 


EP18-HPDRF6 
* Only in case of "Direct frontal Flat Mount" or integrated adapter of the 
frame, use Ergopower R. + rear caliper (140 mm). 


{A 


enacreney . + REAR CALIPER 160 mm 
EP18-HPDLR6 


ROTOR 160 mm 
DB-160 


AC18-DBSC39 (39 mm) 
frame 30-34 mm 


AC18-DBSC44 (44 mm) 
frame 35-39 mm 


*for each rear caliper order 
one code of screws 


CAMPAGNOLO OIL* 
LB-200 OIL250 ml 


DISC BRAKE MY 2018 = 


DC12-RE2B - CLAMP FOR @ 32 mm 


DC12-RESB - CLAMP FOR @ 35 mm 


FD-SR003 - CHAIN GUARD 
(Brazed on or Clamp) 


FD-SR203 - CHAIN SECURE DEVICE 
(Brazed on ONLY) 


+} LB-200S | OIL 100ml 


LB-200B | OlL 1000 ml 


*for one bike approx 30 ml 
are needed 


FRONT DERAILLEUR 
FD15-CH2B 
FD15-CH2BS2 * 
*with $2 System 


REAR OTE cage) 
RD18-CH 


11s CHORUS SPROCKETS 
CS... 


ULTRA -TORQUE CUPS H11 ULTRA-TORQUE CRANKSET "il CHORUS 11s CHAIN 
0C12-.../ IC15-... FC18-HP... ante a CN9-CH1 
- = REAR DERAILLEUR (medium cage) 11-32.115 SPROCKETS 
E-1 RD18-CHIM CS17-112 
|__| ail 
ae ACCESSORIES LEGENDA 
OIL LEVEL TOOL BLEEDING KIT ACTB-DBADR6 Compulsory 
UT-DB011 DB-100 Adapter kit 140 to 160mm for rear caliper+2 fixing screws — — — — Optional 
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ddl 
ME (.1—ra—i~F sy 
“ts 


DISC BRAKE MY 2018 = 


; DC12-RE2B - CLAMP FOR @ 32 
Standard configuration L/ R BS) a 
Fas) DC12-RESB - CLAMP FOR @ 35 mm 
SH, SF FD-SRO03 - CHAIN GUARD 
P aa (Brazed on or Clamp) 
— \ ei i 3 POO nae 140 mm ROTOR 140 mm * 
+ ey DB-140 COUPE OF REAR SCRE FD-SR203 ~ CHAIN SECURE DEVICE 
NS) —— AC18-DBSC19 (19 mm) (Brazed on ONLY) 
SSS” SSN frame 10-14 mm 
ERGOPOWER L. + FRONT CALIPER* ROTOR 160 mm / 1 | CAMPAGNOLO OIL* 
EP18-PODLF6 DB-160 Sy vou y Bee cee LB-200 
* Only in case of "Direct frontal Flat Mount" or integrated adapter of the > ( ; nal 
frame, use Ergopower L. + rear caliper(140 mm). a0 AC18-DBSC29 (29 mm) 
FR COP OER Rene 160 mm Ee frame 224mm LB-200S OlL 100 mi Zs 
ee LB-200B | olt 100m NTR 
° frame 25-29 mm Z 7 
UK configuration R/L 2 ; FD17-POB2B 
AY AC18-DBSC39 (39 mm) *for one bike approx 30 ml 
— + j y | frame 30-34 mm are needed 
WN AC18-DBSC44 (44 mm) 
|_| ) 1Q || ERGOPOWERL, ; PaAR CALIPER 140 mm ROTOR 140 mm frame 35-39 mm 
* 7T ‘ Z| DB-140 *for each rear caliper order 
, ay SSH) one code of screws 
ERGOPOWER R. + FRONT CALIPER* ROTOR 160 mm / 1 
EP18-PODRF6 DB-160 : 22 
* Only in case of "Direct frontal Flat Mount" or integrated adapter of the oS 7 
TaeyBebIopewen er Teabtallper 20 Fin ERGOPOWERL + REAR CALIPER 160 mm ROTOR 160 mm 
8-PODLR6 DB-160 
ULTRA -TORQUE CUPS ULTRA -TORQUE CRANKSET CAMPAGNOLO 11s CHAIN 
0C12-.../ IC15-... FC18-PO... CN17-1114 
- = REAR DERAILLEUR (medium cage) 11-32 115 SPROCKETS 
E-1 RD18-POB1M CS17-112 
— _* 
ae ACCESSORIES LEGENDA 
OILLEVELTOOL BLEEDING KIT AC18-DBADR6 Compulsory 
UT-DB011 DB-100 Adapter kit 140 to 160mm for rear caliper+2 fixing screws — — — — Optional 
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